To:  Knabel,  Jessica[Knabel.Jessica@epa.gov] 

From:  Hayes,  Mark 

Sent:  Fri  8/14/2015  8:58:04  PM 

Subject:  RE:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


Jessica, 


Are  you  sending  the  sitreps?  If  so  please  add  iames.pJitzinger@uscg.mil  to  distribution. 


Thanks 


From:  Knabel,  Jessica 

Sent:  Friday,  August  14,  2015  1:00  PM 

To:  Loesel,  Matthew;  Curry,  Ron;  Coleman,  Sam;  Edlund,  Carl;  Gray,  David 
Cc:  Taheri,  Diane;  Phillips,  Pam;  Ruiz,  Thomas;  Smith,  Rhonda;  Blanco,  Arturo;  Webster, 
Susan;  Petersen,  Chris;  Foster,  Althea;  Smith,  Monica;  Acevedo,  Janie;  Eoc,  Epahq;  Guria, 
Peter;  Allen,  HarryL;  FEMA-R6- Watch;  Mason,  Steve;  Crossland,  Ronnie;  Hayes,  Mark;  Ruhl, 
Christopher;  Moore,  Gary 

Subject:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


The  Momingstar  Water  Supply  System  information  in  the  Drinking  Water  System  Update  table 
is  updated  as  of  August  13,  2015,  based  on  conversations  with  the  state  of  New  Mexico  and 
Water  System  operators. 


Jessica  Knabel 
214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 
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